To:  Garcia,  DavidfGarcia. David@epa.gov];  Garcia,  David[Garcia. David@epa.gov];  Restivo, 

Angela[Restivo.  Angela@epa.gov] 

From:  Webster,  Susan 

Sent:  Thur  8/6/2015  8:21:56  PM 

Subject:  FW:  Gold  King  Mine  Blowout  Conference  Call 


Please  come  to  8th  floor  if  you  are  in  the  office  to  attend  the  call.  Tx  u.  susan 


Susan  Webster,  Chief 
Removal  Section 
Superfund  Division 
US  EPA  Region  6 
214.789.2667  (c) 


From:  Chavez,  Luke 

Sent:  Thursday,  August  06,  2015  3:16  PM 

To:  Webster,  Susan 

Cc:  Cristiano,  Gina;  Ostrander,  David 

Subject:  Gold  King  Mine  Blowout  Conference  Call 


Hi  Susan, 


Thanks  for  calling  us  at  2:30pm  MDT  (3; 3 Opm  CDT). 


Call  in  number 


Nonresponsive  Conference  Code 


Code 


Nonresponsive  Conference  Code 


4002181 


ED  000552D  00011285-00001 


If  you  could  please  invite  the  people  that  should  be  involved  in  your  region  as  well  as  the  State 
of  NM  folks  please.  I am  only  aware  of  our  regional  water  contact  has  been  speaking  with 
Angela  Restivo  (Personal Phone/Ex. 6 ; from  y0ur  office  and  someone  in  Public  Affairs  as  well.  I would 
appreciate  you  inviting  them  as  well. 


We  would  like  to  provide  a status  update  as  we  currently  know  and  discuss  having  a call  with 
San  Juan  County,  NM  health  department. 

Thank  you! 

Luke 

Luke  D.  Chavez 

Environmental  Engineer/Exercise  Coordinator,  MEP 
Emergency  Response  and  Preparedness 
US  EPA  Region  VIII  (EPR-ER) 

1595  Wynkoop  St. 

Denver,  CO  80202 
303.312,6512  (office) 

720.320.6250  (mobile) 


4002181 
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